Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



LIMITED OFFICIAL USE 

PAGE 01 MANILA 08665 220418Z 

20 

ACTION TRSE-00 

INFO OCT-01 EA-11 ISO-00 EB-11 SCI-06 COME-00 AID-20 L-03 

CIAE-00 INR-11 NSAE-00 RSC-01 OMB-01 CIEP-02 H-03 

DRC-01 /071W 

072873 

PR220331ZJUL74 
FM AMEMBASSY MANILA 
TO AMEMBASSY SEOUL PRIORITY 
INFO SECSTATE WASHDC 5378 



LIMITED OFFICIAL USE MANILA 8665 
USADB 

DEPT PASS TREASURY FOR FINKEL 

E.O. 11652: DECLASS 6/30/75 
TAGS: EAID,EEIN, KS 

SUBJ: GOOI RI WATER TREATMENT PLANT SEOUL 
REE: THOMAS/WESTCOTT TELECON 

ADB CANNOT AUTHORIZE ANY ARRANGEMENT NOW FOR NEGOTIATED BID 
BY GEYZ BROS ON ELOCCULATOR. EVEN THOUGH GETZ MAY HAVE 
HAD AUTHORITY FROM ITS SUPPLIER TO SUBMIT HIGHER BID PRIOR TO 
JUNE 22 DEADLINE, GETZ'S DECISION NOT TO RESPOND TO OSROK 
OFEER TO REVALIDATE BID BEEORE JUNE 22 CLOSED OUT ITS ORIGINAL 
TENDER OFFER FOR FLOCCULATOR. 

SULLIVAN 



LIMITED OFFICIAL USE 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: WATER TREATMENT, INDUSTRIAL PLANTS, PROPOSALS (BID) 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: boyleja 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA08665 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 97-0002 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740729/aaaaayoo.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION TRSE 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: THOMAS/WESTCOTT TELECON 
Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06-Aug-2002 by kelleyw0>; APPROVED <19 FEB 2003 by boyle]a> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: GOOl Rl WATER TREATMENT PLANT SEOUL 
TAGS: EAID, EFIN, KS, ADB-1 
To: TRSY SEOUL 
Type: TE 
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